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Mint  of  the  United  States 
January  8,  1838 


Hon:  Levi  Woodbury 
Secretary  of  the  Treasury 


Sir, 


Agreeably  to  my  last  report  of  the  deposits  and  coinage  of  gold  at  the  Mint,  there  remained  uncoined  on 
the  30th  November  —  $126,035.00 


Deposits  in  December 


$19,385 


Bullion  of  the  United  States 

$10,840 

Coins  of  the  U.S.  of  former  standard 

none 

Foreign  Bullion,  &  Jewelry 

$165 

Foreign  Coins 

$8,380 

$145,420 


Amount  of  coinage  in  the  month  of  December  (of  which  $1700  was  in  quarter  eagles) 
Remaining  uncoined  on  the  3 1st  December,  but  subject  to  deduction  for  wastage,  in  the 
operations  of  the  year  ending  at  this  date,  and  to  be  adjusted  in  the  ensuing  monthly  report. 

[Ed:  pencil  notation] 


$130,765 

$14,625 


$13,640 


Very  respectfully 
Y our  faithful  servant 
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